PM3006740371 


(Tr 


■3-QH-Cotlnina/C03Cl 


Pulse Sequence: s2pul 
Solvent: C0C13 
Ambient temperature 
GEMINI-30& "ititl-nmrDl" 


PULSE SEQUENCE 
Relax, delay 1.Q0D sec 
Pulse 45.5 degrees 
Acq. time 3.001 sec 
Width 4500.5 Ha 
IS repetitions 

OBSERVE HI, 300.DB49S60 MHz 

data processing 

FT size 32768 

Total time c min, 20 sec 







Source: https://www.industrydocuments.ucsf.edu/docs/hlnx0001 



PM3006740372 


( Trans^S- 


0K-Cotinine/C0C13 


Pulse sequence: S2pul 

Solvent: CDC13 
Ambient, temperature 
GEMINr-300 "mtl-nmrai" 

PULSE SEQUENCE 
Pulse 60.0 degrees 
Acq. tine O.BOfl sec 
Width 13751.7 Hz 
240 repetitions 
OBSERVE C13, 75.4564089 MHz 

DECOUPLE Hi, 30U.DS60314 MHz 
Power 1 dB 

continuously on 
VALTZ-1S modulated 
DATA PROCESSING 
Line broadenlnp 1.0 Hz 
FT size 327GB 
Total time 5 min. 14 sec 






Source: https://www.industrydocuments.ucsf.edu/docs/hlnx0001 






